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Office of the United States Electric Lighting Company, 
Equitable Building, 

120 Broadway, cor. Cedar Street, 

New York, 

July 13, 1881 


J.L. Leconte Esq. 
Phila. Mint 


Dr Sir: 


I will be in your city and call to see you at the Mint on Friday, say 10 A.M. when I can 
arrange with yourself and Mr. James to have the work of putting in the machines proceed at 
once. 


Very truly yours, 
H.C. Francis 
Genl. Mer. M.C. 


